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GL505 Setup 



Set Up 

The GL505 is a portable battery powered asset tracker that can last for several months to 
several years based on update interval. To install the GL505, follow the instructions below 

1. Use the 4 mount holes on the GL505 to attach it firmly to the asset. 

2. The unit should be facing the open sky or where there is access to the open sky. They should not 
be mounted in a location that is completely indoors. 

3. Wait for up to 24 hours to see the device update on the mapping platform. 

4. The device is nominally configured for at least one update per day. 

Log Into Your Account 

Your login details will be mailed to you. Using the account login and password, log on to your 
account. 



For More Details: http://www.spytecinc.com/gl-505-real-time-gps-asset-tracker.html 




